From: Bingenheimer, Albert T. 

Sent: Thursday, May 27, 1999 6:59 PM 

To: Robinson, Yvette J. 

Cc: Vichich, Ed J.; Berner, Vicki A.; Buenaventura, Maria; Nayar, Sarosh 

Subject: RE: MFA "Miles" 

I am available in the morning, 
ab 
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